Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 06 JUL 2006 



Message Text 



UNCLASSIFIED 

PAGE 01 IBADAN 00599 191351Z 
44 

ACTION AF-06 

INFO OCT-01 ISO-OO EB-07 /014W 

098810 

R 191158Z DEC 75 
FM AMCONSUL IBADAN 
TO USDOC WASHDC 
AMEMBASSY LAGOS 
INFO SECSTATE WASHDC 2037 

UNCLAS IBADAN 0599 

LAGOS FOR ATCHLEY 

E.O. 11652: N/A 
TAGS: BEXP, NI 

SUBJ: WESTERN STATE BITUMEN PROCESSING PLANT 
REF: IBADAN 554 

1. THE WESTERN STATE IS PLANNING A BITUMENT PROCESSING 
PLANT NEAR OKITIPUPA. THE PROBABLE SITE IS ODE-AYE 
WHICH IS LOCATED SEVEN MILES NORTH OF OKITIPUPA 

ON THE ORE-OKITIPUPA ROAD. 

2. NIETHER THE FEASIBILITY STUDY NOR A DETAILED GEO- 
LOGICAL SURVEY HAVE YET BEEN COMPLETED. HOWEVER. 
THE MINISTRY OF INDUSTRIES CLAIMS THERE ARE BITUMEN 
DEPOSITS IN THE AREA. THE MINISTRY IS ACTIVELY LOOKING 
FOR FOREIGN TECHNICAL PARTNERS. 

3. FOR ATCHLEY: PERHAPS SOMEONE IN ONE OF THE OIL 
COMPANIES IN LAGOS WOULD BE ABLE TO CONFIRM THE 
EXISTANCE OF THE DEPOSITS BASED ON THEIR SURVEYS. 

4. THE GEOLOGICAL SURVEY IS BEING CARRIED OUT 
BY THE UNIVERSITY OF IFE DEPARTMENT OF GEOLOGY. 

5. INTERESTED COMPANIES SHOULD CONTACT. 
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